Fuel Level Sensor 
EMISSION CONTROL (AUX. EMISSION CONTROL DEVICES) 


6. Fuel Level Sensor 
A: REMOVAL 


For removal procedure, refer to “FU (H6DO)” sec- 
tion. <Ref. to FU(H6DO)-51, REMOVAL, Fuel Lev- 
el Sensor.> 


B: INSTALLATION 


For installation procedure, refer to “FU (H6DO)” 
section. <Ref. to FU(H6DO)-51, INSTALLATION, 
Fuel Level Sensor.> 
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